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Issues for Discussion 




Consultant Availability 

Role you have played with other organizations. 

Review of their past projects, success/fallure stories, custom in-house 
solutions vs. commercial solutions. 


Analytical Instrumentation and instrumentation interface experience. 
Software package/vendor knowledge and experience. 


GLP Experience. 


Back end (database) and front end (client GUI/instrument interface) 
experience. 

Experience interfacing analysis with no software (i.e., color, order, pass, 
fail etc.). 


Questions for Philip Morris about our LIMS requirements. 
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Meeting will be held April 18 at the Richmond Hyatt in the Tyler Room. Please make your 
own car and hotel arrangements. Mention to the Hotel that this is for Philip Morris for a 
reduced rate. 
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Source: https://www.industrydocuments.ucsf.edu/docs/mtbl0001 



